Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 NEW DE 07972 180458Z 

16 

ACTION EUR- 1 2 

INFO OCT-OI NEA-IO ISO-00 ERDA-07 OIC-02 DODE-00 ACDA-IO 
CEQ-OI CIAE-00 DOTE-00 EPA-04 HEW-06 HUD-02 INR-07 
INT-05 L-03 NSAE-00 NSC-05 NSF-02 PA-02 PM-03 PRS-OI 

SAJ-OI OES-05 SP-02 SS-I5 TRSE-00 USIA-15 FEA-OI 

AF-06 ARA-IO EA-10 /I48 W 

077583 

R 180405Z JUN 75 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 9279 

UNCLAS NEW DELHI 7972 

DEPARTMENT PASS MR. CAMPBELL:EUR/RPM 

E.O. 1 1652: N/A 
TAGS: CCMS ENRG 

SUBJECT: CCS LOW TEMPERATURE NON-STEAM CONFERENCE, 

JUNE 25, 1975, PARIS 

REEERENCE: STATE 134097 

THE GOI DOES NOT INTEND TO NOMINATE A DELEGATE TO THE SUBJECT 
CONFERENCE.SCHNEIDER 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
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Decaption Note: 
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Disposition Approved on Date: 

Disposition Authority: n/a 
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Disposition Comment: 
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